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Plenty of space is available inside the furnace for com-
bustion, enabling the greatest possible duty to be obtained.
The boiler is mounted on a low ring of firebrick, so
arranged that plenty of protection is given to the bottom
circumferential seams.
The air supply is regulated by doors or louvres, arranged
to suit the particular type of burner used.
Fig. 37 shews a similar arrangement to the last,
except that a modification to the foundation has been
introduced to make this type available for use on board
ship.
To prevent undue heating of the deck, a